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MR. FEILER: Today's date is February 
ist, 2002. The time now is 936 hours. This 
is Monty Feiler of the Fire Department of 
the City of New York. I'm conducting an 
interview with the following individual. 

Please state your name, rank and 
assigned command. 

MR. FEILER: Lieutenant Hahn of 
Battalion 50. 

LIEUTENANT HAHN: Of the New York City 
Fire Department. We're conducting an 
interview in the Division 4 conference room 
regarding the events of September 11th, 
2001. Also present is -- 

MS. MAGGI: Diana Maggi. 

MR. FEILER: Of the Bureau of 
Investigations and Trials. 


Q. What I'd like you to do is if you can 


just relate a scenario of what happened on the 


morning of September 11th, how you became 


involved, and go up to the second building 


collapse. 


A. I heard the initial crash over my 


scanner. I contacted Captain Sickles of 
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Battalion 45. That day I was detailed to 
Battalion 45 as their conditions car. I went 
back to the battalion. I picked up Captain 
Sickles. He was on the phone with citywide. 
They told us to respond in to the scene. 

We responded down to the staging area, 
which was at that time Vesey and West. Upon 
arrival I parked my car near north and Vesey. I 
went directly to the treatment area or triage 
area at 3 World Financial Center, American 
Express building. Captain Sickles went over to 
the command post or proceeded to the command 
post. 

We started having a treatment area 
outside the American Express building. After 
approximately 10 or 15 minutes we felt that it 
was safer to go inside the American Express 
building, which we did. 

About 10 to 15 minutes after we were 
inside the building, the first tower came down. 
At that point we moved towards the rear of the 
building, and then someone started telling us 
there's a possibility of a gas leak. So we 


started moving north along West Street, north 
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towards I guess Murray Street, when the second 
building started coming down. 

At that point we started -- everything 
basically became chaos. Everyone went left, 
right. There was no control at all. Most of the 
equipment was left in the American Express 
building around the streets there. 

After the second building settled, I 
heard over the radio that they were setting up a 
command post at West and Vesey, with that, I 
proceeded over to that area, and I started taking 
instructions from the -- I think at that time it 
was Chief Goldfarb. 

Q. When you first heard the initial 
incident over your scanner, were you on duty? 

A. I was on duty as conditions 45 that 
morning. 

Q. You said you called -- 

A. I called Captain Sickles and advised 
him that I heard this on the scanner. I know he 
has a scanner too. He told me to respond back to 
the battalion. I know he got on the phone with 
the tour commander, who apparently I guess 


instructed us to go directly into the scene. 
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Q. Captain Sickles went with you? 
A. Yes. 

Q. In your command car? 

A Correct. 

Q. At any time were you given any 


instruction over the radio or telephone where to 
respond to? 

A. Over the radio we heard staging was set 
up at Vesey and West. 

Q. You responded after the first building 
was struck but before the second building? 

A. Correct. 

Q. What route did you take down there? 

A. We went through the tunnel, FDR Drive. 
We got off at I guess it was the Manhattan 
Bridge, because traffic started backing up. We 
started proceeding through I guess the Village or 
whatever it is down there, on the streets. 

Q. Did you get any further instruction on 


the radio? 


A. No. 
Q. Did you stay on Queens or citywide? 
A. At that time we were on citywide. 


Q. When you got into the area, where did 
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you park your vehicle? 

A. When I got there I parked on Vesey 
Street close to North End. 

Q. By that time was the second building 
hit? 

A. Most probably. I don't know the exact 
time. I think it was probably already hit. 

Q. Then you made your way over to the 
American Express building? 

A. I made my way over to the American 
Express building where Captain Pinkus was the 
command officer of that area. 

Q. Did you see any other EMS people? 

A. There were approximately -- at that 
time when I arrived there were at least eight 
units with stretchers and equipment at the 
American Express. There were numerous units 
already at the scene. 

Q. Did you know any of them? 

A. I'm trying to think. I know there was 
a unit from Roosevelt Hospital. I think it was 9 
Boy. There was at least one Hazollah unit, with 
two ALS, maybe a city unit. I'm sure exactly. 


There were at least eight units on the scene with 
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their stretchers and equipment by the American 


Express building. 


Q. You were able to set up patient care or 
triage? 
A. We set up basically -- were setting up 


triage and patient care, that area. Then we 
started to move it inside the building as a 
safety zone. So we were inside the building 
approximately five, ten minutes before the first 
building came down. 

Q. What happened when the building came 
down? 

A. Well, when the first building -- 
originally we set up at the front of the 
building, just inside, so if we saw anybody 
coming we could get them inside. When the first 
building came down, we moved towards the rear of 
the building closer towards -- the furthest, 
towards Four World Financial, this area over 
here, back of the American Express building. 

Then they were talking about possible 
gas leaks and so on, so we moved out of the 
building and we moved to some other buildings 


along I guess it was North End Avenue. There's I 
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know a school there that we went to. Then they 
evacuated that area because they were worried 
about gas leaks. We started moving all the way 
up, going up West Street. 

Q. You stayed with Captain Sickles? 

A. At that point -- no, Captain Sickles 
went originally to the command post. I was with 
Captain -- Jace -- Captain Pinkus. Chief 
Carrasquillo came in at one point, and we started 
running around. Then at that point it really 
became chaos and there was total loss of control. 

Q. That's when the second building 
collapsed? 

A. No, we basically were towards the rear 
of the American Express building I think more 
here when the second building came down. Then we 
started running. We were down near Vesey and 
West Street or Vesey and North End when the 
second building came down, but we were inside 
both times. 

Q. Did you see any patients at that time? 

A. There were no real patients coming to 
us. We had a couple patients that were full of 


dirt and stuff, so when the first building came 
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down we got inside, but at that point they really 
refused treatment, those patients. 

Q. Your command car stayed -- 

A. My command car originally stayed at 
West and Vesey. As a hole cleared up, I moved it 
up. I was able to get around, and I moved it up 
to the command post. Then I went off to do other 
triage areas and so on. Captain Sickles gave the 
keys to my command car to Dr. -- the one who's in 
charge overall from the Fire Department. The one 
who took over Giordano's spot or whatever. 

Q. John Clair? 

A. John Clair. He gave my keys to the 
command car to John Clair. He took off for 
wherever, and I didn't see the car for two days, 
and my equipment was in it. 

Q. Is there anything else that you think 
is important? Any recollections you want to 
share? 

A. It was a hell of a day. Initially the 
first three hours (inaudible). 

Q. Were you ever able to use your radio or 
your cell phone? 


A. My cell phone on and off I believe I 


H. HAHN 10 


was able to use. 

Q. How about the department radio? 

A. Yeah, I was able to get through, but 
the transmissions was very hard. It was very 
hard to control. You're doing basically your own 
show. 

Q. Anything else you'd like to add? No? 
Okay. In that case, we want to thank you for 
your cooperation? 

MR. FEILER: The time now is 945 hours, 


and this concludes the interview. 


